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i Our New 
Arrivals 


Is a case of Zephyr Ginghams**" 
the 125c quality, that W eare iioing 


to sell at 10c. 
We a lso received 


another shipm ent of Ladies* Suits 
of latest design and fabric—and 


our prices are a lw a y s right. 


H 
O 
N 
E 
410Ada Trading Co, 


H 
O 
N 
E 
410 


D £ A L E E S IN 
Everything Good to Eat and W ear 


WELL PLEASED 
MTU WB cur 


Former State auditor Trapp Compd- 
ments Ada on Growth and Enter­ 
prise—Hest Town He Has 
Seen. 


Do your glasses slip off. ll should 


say not! 


Are they easy adjusted? I should 


\ 
,y so! 


Have your eyes fitted by 


COOX and Your Trobule Is at an end. 


Registered Optometrist. 


North Main St., Ada, Okla. 


COTTON RECEIPTS 
OVER 3,500 BILES 


At 3:30 this afternoon the receipts 
of cotton at the county yard amount­ 
ed to 3,364 bales. The round bale gin 
had turned out 330, equal to 165, mak­ 
ing a grand total for the season of 
3,529 bales. 
The price has been around 9 3-4. 


I. M. King was 
a 
passenger 
Stonewall this morning.- 
to 


Former State Auditor M. E. Trapp 
is spending a few hours in Ada today 
| looking after business matters. After 
observing the many signs of progress, 
he said to the News reporter: “I have 
during the past few weeks visited 
about one-third of the larger towns 
of the state, but in the way of bus­ 
iness and growth, Ada has them all 
skinned. 'Is this a boom you have on 
that will collapse in a short time, 
or do you think it will continue?” Of 
course he was assured that what he 
saw' today was only what has been 
going on ever since the town started. 
When asked about the report that 
he was preparing to initiate a bill to 
reduce the number of state and coun 
ty officers, he stated that it was with 
out foundation. He had recommended 
such action to the legislature at one 
time, but has no intention of bother­ 
ing with it now. However, he, like 
most others, thinks the system of tax­ 
ation can be greatly improved upon 
and simplified. 


Box Slipper. 


The Ladies Home Mission society of 
the North Ada Methodist church will 
give a box supper on the lawn of the 
school house Friday evening from 8 
to ll. The grounds will be well light­ 
ed and everything arranged for a 
pleasant evening. 
155-3td 
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A Good Hair 
Brush for 
One Cent 


A w eek is just about w hat it costs you wLen you invest 


t 
in a good qu ality Loonen B ru sk , 
A first-class brusk, 


costing from $ 1 ,5 0 to $ 2 .5 0 w ill last you from 3 to 5 


years, and you w ill kave a krusk tkat you w ill ke per­ 


fectly satisfied w itk all tke tim e. 
A great variety kere 


a t $ l , $ 1 .2 5 , $ 1 .5 0 , $ 1 .7 5 , $ 2 , $ 2 .5 0 , and on up to $ 4 . 


G w in (Si M ays Drug C o. 


The *RghoJUL Stare 


FRISCO TRH 
BEHEW INDIAN 


ISOM 
KIL L f HE ASF 
KILLED 
OS 
CURVE NORTHEAST OF TOWS. 
MAY HAVE 
BEEX 
VICTIM 
OE FOUL ELLY. 


About 7 o’clock last evening, word 
was brought that Isom Killcrease, an 
Indian living near Ahloso, had been 
run over and killed by a Frisco freight 
train leaving Ada at 6:35. The trag­ 
edy occurred on the curve about a 
mile and a half northeast of town. 
The engineer saw the Indian fust be­ 
fore he struck him, and at once ap­ 
plied the brakes, but the engine and 
three cars passed across his neck be­ 
fore the train came to a standstill. 
Sheriff Mitchell and Dr. King hasten­ 
ed to the spot and removed the body 
from the tracks. 
The head of the Indian 
was 
cut 
smoothly from his body. It seemed 
that he was 
lying 
with 
his 
neck 
squarely 
across 
the 
track 
when 
struck. The body was brought to town 
after being examined by the coron­ 
er’s jury, and placed in the Walters 
undertaking establishment where it 
was held until today. 
The Indian had been arrested for 
drunkenness Monday afternoon, and 
had been released from the city jail 
about 4 o’clock. From there he went 
out in town and fell in with several 
others, the party going to a grove 
north of the ice factory and drinking 
a lot of white mule. Killcrease finally 
went to -the ice factory and asked Jim 
Edwards, 
the 
engineer, 
for 
some 
matches and went on back up the 
track. He evidently separated from 
his companions about this time abd 
went up the track to the place where 
he was killed. 
Owing to the fact that very little 
blood was found where his head was 
severed, and to the position in which 
his body lay, there is some reason to 
believe that he was the victim of foul 
play, and was placed on the tracK aft­ 
er being killed in order that the evi­ 
dence of the crime might be conceal­ 
ed. 
The inquest did not finally come to 
a close until 3 o’clock this afternoon 
at which time the jury returned the 
following verdict: 
STATE OF OKLAHOMA, 
-PONTOTOC COUNTY. 
We, the jury empaneled and sworn 
on this the 3d day of October, 1911, 
inquisition being held before 
H. 
J. 
Brown, Justice of the Peace, acting as 
coroner on the dead body of Isom Kill 
crease, an Indian, about 34 years old. 
We, the jury find from the evidence 
that he came to his death by his head 
being cut ofT by a north bound Frisco 
freight train leaving Ada at 6:35 p. 
rn. at a curve about one and one-half 
miles north of Ada, Oklahoma. We 
further find from the evidence that 
the deceased was on the right of way 
on the 'Frisco railroad, being intoxi­ 
cated. 
Given under our hands, this the 4th 
day of October, 1911. 
R. F. SMITH, 
T. W. CHADWICK, 
R. G. BIGGAR, 
R. J. -ROSS, 
A. R. SUGG, 
(ED HARR/ISON. 
I, H. J. Brown, Justice of the Peace, 
certify that the above is the finding 
of the jury in the above case. 
H. J. BROWN, 
Justice of the Peace. 


mately 3,000,000 spectators and par­ 
ticipated in the festival. This Durbar 
was created by a Jew^Disraeli, then 
Prime Minister of England. At that 
time Mr. King, the Tulsa journalist, 
was serving under the British flag in 
India, and He had 
charge 
of 
the 
transportation facilities,” consisting 
of *200 elephants, 1000 fine riding cam­ 
els and 2,000 Arabian horses, which 
conveyed the Queen's representatives 
and party across the Indian Empire. 
At the Durbar they reviewed the 300- 
000 soldiers there present. 
Mr. King stated today that one ra­ 
jah alone, the Rajah of Owalior, in 
Dundlocund, had over 30,000 troopers 
in his detachment. 
The Sikah cavalry were also pres­ 
ent; and among the multitude of spec 
tators were Pardee merchants, jewel­ 
ers, dealers in precious stones, agri­ 
cultural classes, horse dealers, ele­ 
phants and camel buyers from Cairo, 
and merchants from Japan, China, 
Ceylon, Arabia, 
Persia, 
Cabul 
and 
Afganistan. 


A PLAGUE OF 
BUGS VISIT ADA 


FOR WOMEN, MISSE8 RNO CHILDREN 
Is sized and shaped perfectly. 
It fits easily, yet snugly to 
the figure without wrinkling. 
Made in shapes and fabrics 
to suit the personal tastes of every woman, at the price you 
usually pay for a common grade. 


Hosiery for M isses and Children 
Our Jill hose at 15c pair will actually wear like iron 
Ho­ 
siery for ladies—most anything you want 
Verv snprial 


°njL l0t TKSiIk H° f ’ ^ 
*** pair; worth in the reg- 


16* 8 n ,d e th M 


Ail the, bug creation must have 
I been emigrating last night and in 
their flight they 
evidently 
selected 
Ada as one of their stopping places. 
This morning the citizens of Ada had 
a fair idea of the plagues of Egypt 
when they saw bushels of green bugs, 
thousands of crickets, big black bugs 
and grasshoppers piled up in heaps 
under the arc lights, covering walls 
of buildings and crawling over the 
streets. The corner of I2th street and 
Broadway seemed to be their favorite 
roosting place, and as soon as people 
began stirring this 
morning, 
they 
went after that pile of hugs, which 
was fully twelve feet in circumfer­ 
ence and several 
inches 
deep. 
A 
quantity of kerosene 
and 
gasoline 
was poured over the heap, but it did 
not burn fast enough to do much 
damage. 'Finally a hose was rigged to 
the hydrant and a few million of the 
pests washed into the sewers. 
Farmers have been complaining of 
damage done by insects of various 
kinds, but this morning the popula­ 
tion of Bugville was so much reduced 
that perhaps there will be something 
of a rest next year. 


Extraordinary Prices 
On Ladies Men,s and Children’s Shoes—too numerous to 
i w 1™; *”•» w?°iei p^ ce5 °?- 
A 
and warranted line 
that you will be delighted with. 


SC H O O L S U P P L IE S 
se rw rn* .as 
Floral anSCB rthday! a f ic J IT ' ^ - E 
^ h i n g in Souvenir (fards. 


_________________ YOUR PATRONAGE SOLICITED. 


S. M. SHAW, Prop. 


BEST REPORT 
OF Iii NORKUS 


Scott Glenn Writes That Ada School 
Shows Highest Percent of 
Increase. 


THE MORTON 


STOCK COMPANY 


Presented the funny 
comedy 
of 
Niobe last night to a well filled ten t 
Miss Beatrice Harrington made a 
good Niobe and was very charming aa 
the statue who came back from the 
dark ages-and caused all the trouble 


The enrollment o f t h e normal, e x - 1 ‘he DVD'le !m U y Tonight will be 
elusive of the model school, has reach ! presented a ftn€ dramatization of that 
Sc 
!very P°*>ular novel from the pen of 
if I Ithat famous novelist J. Augusta Evens 
—St- Elmo. Wherever the Harrington 
Co. have presented this 
play 
they 


Tulsa Introduces 
“Durbar* 
India’s 


Great Celebration Into America. 
Tulsa, Ok., Oct. 4.—At the sugges­ 
tion of Captain J. H. King, a Tulsa 
newspaper man and former English 
j army officer, the Annual Industrial 
Celebration of this City to be held 
October 17th, will be called the Dur­ 
bar. 
This is to be made an annual 
parade and pageant featuring Tulsa’s 
industrial and commercial progress, 
similiar to the Priests of Pallas at 
Kansas City. The Veiled Prophet at 
St. Louis, Seniom Sed at Des Moines, 
and Aksarben at Omaha. 
The “Durbar” is the great annual 
celebration in India and dates from 
about the year 
756, 
following 
the 
western conquest of southern Asia by 
the Moslems. Probably the greatest 
Durbar of modern times was that of 
1877, proclaiming the late Queen Vic­ 
toria Empress of India. On this oc­ 
casion several thousand soldiers, sail- 
jors, English and Indian nobility gath­ 
ered on the plain of Delhi and form­ 
ed a part of the multitude of approx- 


Cruce Pardons Enforcement 
Officer. 


Oklahoma City, Ok., Oct 4.—W. H. 
Taylor of Oklahoma City, W. A. Har­ 
per of Weleetka and W. E. Latta of 
Bartlesville, deputy state enforcement 
officers, recently convicted before a 
justice of the peace at Bartlesrille 
for carrying concealed weapons and 
fined $2 > and sentenced to serve thir­ 
ty days, were pardoned by Governor 
Curce tonight. An appeal of the cases 
had been taken to the county court, 
but that tribunal adjourned for thir­ 
ty days, and the department decided 
to wait no longer. The officers will re­ 
sume operations at once. The case 
of Sheriff Spain of Oklahoma coun­ 
ty for injunction against the state en­ 
forcement officer and testing the right 
of deputy enforcement officers to op­ 
erate has been postponed here until 
Oct. 14. 


ed 212. A letter 
from 
Hon. 
Glenn, a member of the board of re 
gents contains this gratifying state 
ment: “I have reports (rom five out I w pT 
PreS’n"'d ,biS 
they 
have been greeted to succession of 
I packed tents, and the universal ver- 
I dict has been that it is the best ver­ 
sion of the play ever given. Unlike 
the others the church choir scene is 
given where the singers render the 
popular 
hymn—Onward 
Christian 
Soldiers—ending with 
the 
celestial 
light at the cross of gold. This is the 
only version that contains this scene. 
The play follows the novel very close 
ly and all the parts are in competent 
hands. A fine performance may he 
looked forward to this presentation of 
the famous novel—S t Elmo. 


STO V ES 


■ SM IT H ’S 
* 0 3 -5 W . M ain St. 


Of the six normal schools. You have 
the best percentage of increase of 
any heard from.” 
In fact, there seems to be a spirit 
of unity and 
co-operation 
in 
the 
school this year that will count for 
much in its success. Both the faculty 
and student body seems to be high­ 
ly encouraged, and the future of the 
Ada school is beyond any question of 
doubt. 


.CALL US IT BY PHONE. 
If >ou have a phone, call as up 
and give us your order for .anything 
that can be found in a drug store 
and we can supply it and with the 
best. Trust us with your family re­ 
cipe and we will 
fill it right. 
The 
home of pure drugs. 


Ramsey Drug I 


The Lynn Store 


i 
Phone 6 


“SAFETY FIRST* MOTTO 
------- 
OF FRISCO RAILROAD 
Since Safety First” has become the 
slogan on the Frisco, no effort has 
been spared by 
the 
committee 
in 
charge of this work to bring the mat­ 
ter forcibly before all employes, in 
order to reduce the number of person­ 
al accidents arising from seemingly 
trivial causes. 
The last plan which has been put 
forth by the Central Safety Commit­ 
tee is that of attaching to each of the 
pay checks a slip bearing this legend: 
‘^Eighty per cent of the cases of per­ 
sonal 
injury 
result 
from 
minor 
causes easily corrected or removed. 
Will you do what you can to remove j 
such causes and encourage care and I 
thus protect yourself and fellow em- j 
ployes from injury?” 
It is argued that every employe * 
will pay close attention to anything 
which may be made part of his check 
and therefore, the appeal for greater 
precaution will be brought forcibly 
to the attention of alL 
At recent meeting of the Central 
Safety Committee it was found that 
a large number of causes which might 
result in injuries to men have been 
remedied and that all 
of 
the 
em­ 
ployes were taking deep interest In 
the work of “Safety First.” 


SCOTTISH RITE RE USMIX 


o p e n s at McAl e s t e r 
McAlester, Ok., Oct. 3.—The fall re­ 
union of Scottish flite Masons con­ 
vened here this morning with seven­ 
ty candidates in attendance, who will 
receive the degrees from fourth ta 
thirty-second, 
inclusive. 
Sovereign 
• irand 
Inspector 
General 
William 
Busby is present and directing the 
work. William iNoWe. 33 degree Hon.. 
has charge of 
the 
register. 
Many 
prominent (Masons are in attendance 
from all over the sthte. The reunion 
^iil close Thursday evening with a 
banquet. 


J. H. Wrood & Son^ave sold the Ma­ 
son farm in the Hird community, be­ 
longing to Kansas parties, to W. a. 4k 
M. Smith of Tyrola. Consideration 
135 per acre. 


KRYPTON 


FAR v isio n 


dimout Lines/' 
in the 
iLens 


Kryptok and Tone 
LENSES 


O U R 
S P E C I A L T I E S 


W. Brown of Laredo, Tex., is bere 
prospecting for a location for an ab­ 
stract business. 
C. J. W A RREN 


IBi 


9 


Every woman’s heart thrills at th* 
cooing and prattling of a baby, and 
motherhood is her highest and purest 
Joy. Yet the suffering incident to 
this great consummation of her life’s 
desire, robs the anticipation of some 
of its sweetness. Most of this can 
. — 
—— — 
— 
be avoided by the use of Mother’s 
««end. 
This great remedy prepares the expectant mother’s system for the corn­ 
us? eJ en 
*“s 1186 ma^tes ^er comfortable during all the term. 
Mother’s 
addend assists nature in gradually expanding all tissues, muscles and tendons, it 
strengthens the ligaments, keeps the breasts in good condition, and brings the 
^soman to the crisis in healthful physical condition. 
The regular use of 
«rcher s Friend lessens the pain 
baby comes, and assures a 
m*ick and natural recovery for the 
mother. For sale at drug stores. 
Write for free book for expectant 
■ethers, 


BRADFIELD REGULATOR COM 
Atlanta, Ga. 


W . H . E B E Y & C O . 
ire 
an J Tornado 
Insurance 


C I T Y A N D F A R M L O A N S . 
R E A L E S T A T E 


O f f ic e in O k l a h o m a S t a t e B a n k 


The Ada News. 
By the 


N ew s Publishing and Printing C o. 
OFFICE: Weaver-Masonic Block, 
Comer 1 2th and Broadway Streets 


Evening Edition, except Sunday 
Weekly Publication, Thursday 


OTIS B. WEAVER - - 
President 
MOLLIE JERNIGAN - Sec-Tress. 


BYRON NORRELL - 
- 
Editor 
A. B. YEAGER, Business Manager 


A Designated State Printery. 
Official Paper Pontotoc County and 
the City of Ada. 
It is legal when in the News. 


T erm s of Subscription: 


ADA EVENING NEWS 
j For the Y ear..................................$4 .0 0 
One Month...................................... 
40c 
One W eek...................................... 
10c 
ADA WEEKLY NEWS 
For the Y ear.. * .........................JI.OO 
Six Months. ... ........................ 
50c 
Three M onths 
........................ 25c 


Entered at the- Post Office at Ada 
as Second Class Matter. 


P hone, B u sin ess O ffice, No. 4 . 
E ditorial O ffice. N o .______ 


Any erroneous reflection on the 
I character, standing or reputation of 
| any person, firm or corporation which 
I may appear in the columns of The 
News will be gladly corrected upon 
I its being brought to the attention of 
’ the management. 


I 
Obituaries and Resolutions of Res- 
I pect of less than IOO words will be 
published free. 
For all m atter in 
excess of IOO words a charge of one 
cent per word will be made. Count 
your words and rem it with manu­ 
script. 


+ + + + + * * + * ♦ ♦ ♦ ♦ + + 
♦ 
NOTICE TO THE PUBLIC. 
+ 
4 
For the convenience 
of 
the 4 
4 public, the Evening News will 4 
♦ hereafter be on sate at the Post- * 
4 office News stand for the small 4 
4 sum of 2c. The same rate will 4 
4 prevail at the News office. This 4 
4 is less than the actual cost of 4 
4 the paper, and it is impossible to 4 
4 make the price any lower. The 4 
4 publishers would like to give it 4 
4 away, but every paper costs mon- 4 
4 ed to print, and if it is worth 4 
4 reading at all, the News is cer- 4 
4 tainly worth the small sum ask- 4 
♦ ed for i t 
4 
4 4 4 4 4 4 4 4 4 4 4 4 4 4 4 


There is considerable 
friction 
in 
some sections of the state between 
the county and township officials and 
the state enforcement 
officers 
and 
game wardens. Whenever an enforce­ 
ment officer or game 
warden 
gets 
busy in the discharge1 of his duties 
it is the policy of the sympathizers of 
the law violators to have them pull­ 
ed on some trumped up charge, usu­ 
ally that of carrying a gun. In a few 
Instances they 
have 
even 
secured 
convictions, but Gov. O nce has al­ 
ways pardoned 
them, 
just 
as 
he 
should do. fit is a bad state of affairs 
when one set of officers tries to put 


others out of business, 
instead 
of 
lending them their assistance. 
------------o— -------- 
An interesting fight between Edwin 
and Frank Gould for control of the 
Cotton Belt railroad resulted in fa­ 
vor of the former, who has been the 
head of the system for a number of 
years. The interesting feature of the 
scrap is the fact that it was really a 
woman's row. Not long ago Frank 
took as his second wife a woman for 
whom Mrs. Edwin Gould had an in­ 
tense dislike, claiming that they could 
tould not move in the same social 
circle. By way of revenge Mrs, Frank 
incited her husband to oust his broth­ 
er from control of the railroad but he 
signally failed to do so, and the two 
women will be forced fo carry their 
next battle to some other field. 
------------o------------ 
As evidence of the wide range of 
the circulation of the Evening News, 
Prof. Frank J. Lilly of 
the 
normal, 
states that while 
at 
Chicago 
last 
summer attending the university, he 
one day picked up a recent copy of 
the News on the seat of an elevated 
car. Naturally he was overjoyed to 
thus meet an old friend so unexpect­ 
edly. 
-------------- o-------------- 
The only sort of man we ever knew' 
to make much headway in life is 
the one who depends strictly on his 
own nerve and fights the battle on 
his own merits. No man ever am ount­ 
ed to anything who depended on get­ 
ting to the front on account of the 
shortcomings of a competitor. That 
sort of fellow is too weak to take ad­ 
vantage of the opportunity even if 
his competitor were so ever short. It 
is true m erit that must be the foun­ 
dation of true success. 
------------------ o------------------. 


Bob Davis Acquitted at Muskogee. 
Muskogee, Okla., Oct. T—Bob Davis 
of Porum, on trial for the m urder of 
Deputy Sheriff Jim Works, May 4, last 
was acquitted Tuesday night, after the 
jury had deliberated an hour. 
The trial of the case has attracted 
more attention than any ever tried in 
'Muskogee county, and has been at­ 
tended by incidents of 
an 
unusual 
character. Ten members of the jury 
became ill of ptomaine poisoning dur­ 
ing the trial and many of them heard 
evidence lying on cots in the court 
room. 
Davis is now' under a seven-year 
sentence for cattle stealing. His ap­ 
peal is pending. 
Fearing trouble in case the jury 
should acquit Bob Davis, accused of 
the murder of Deputy Sheriff Jim 
Works, Sheriff Wisener Tuesday noti­ 
fied his deputies to be on duty at the 
courthouse and also asked the chief 
of police to have men ready to give 
assistance in case trouble starts. The 
uneasiness of the sheriff was caused 
by the appearance here Tuesday of 
two brothers of Jim Works. The a r­ 
guments in the case w'ere closed at 6 
o’clock Tuesday night, but a verdict 
is not expected 
before 
Wednesday 
morning. 
The courthouse has been crowded 
all day but no one was allowed to en­ 
ter without being searched for arms. 
The instructions of the court to the 
jury Tuesday afternoon were regard­ 
ed as favorable to the defendant. 


May (Tear Mystery of Man’s Identity. 
Lawton, Ok., Oct. 4.—J. B. Baker, a 
Comanche county farmer, believes he 
has found William Love Brown, who, 
at the age of 1 2, was captured by the 
Comanche Indians near Austin, and 
has never been heard from since the 
capture occurred July IO, 1842. 
Mrs. Carrie Jayne 
McFarland 
of 
(Port Lavaca, Tex., a sister, wrote to 
Indian Agents in 
Oklahoma 
asking 
them to look for such a man. 'A dis­ 
patch in a Kansas City paper was re­ 
printed by a Lawton paper and came 
to the attention of Baker. 
A few days before an old man had 
come to Baker’s farm with 
a 
hay 
camp, where he tended stock and did 
odd jobs. The man could neither read 
nor write, and said he believed he 
was about 80 years old. 
Baker questioned him closely with­ 
out telling him of the search. We said 
he had been captured from his par­ 
ents near Austin, Tex., when a boy. 
He escaped from the Comanches, he 
said, by riding off the chief’s horse. 
The chief then was 
the 
father 
of 
Quanah Parker. 
A Mexican 
helped 
him escape, he said. He remembered 
a sister older than he and brother, 
whom he does not remember whether 
he was older or younger. We does not 
know his name, but called himself 
Vaughn, after a relative he remem­ 
bers. 
The story tallies with that written 
by Mrs. McFarland. Baker will keep 
the old man until he hears from sup­ 
posed relatives. 


A LIBERAL OFFER. 


De Guarantee to Relieve Dyspepsia 
If De Fail the Medicine 
Costs Nothing. 


To unquestionably 
prove 
to 
the 
people that indigestion and dyspepsia 
can be permanently relieved and that 
Rexall Dyspepsia Tablets will bring 
about the result, we will furnish the 
medicine absolutely free if it fails to 
give satisfaction to any one using it. 
The remarkable success of Rexall 
Dyspepsia Tablets is due to the high 
degree of scientific skill used in de­ 
vising 
their 
formula 
as 
well 
as to the care exercised in their man­ 
ufacture, 
whereby 
the 
well-known 
properties of Bism uth-Subnitrate and 
'Pepsin have been combined with Car­ 
minatives and other agents. 
Bism uth-Subnitrate and Pepsin are 
constantly employed and recognized' 
by the entire medical profession as 
invaluable in the treatm ent of indi­ 
gestion and dyspepsia. 
The Pepsin used in Rexall Dyspep­ 
sia Tablets is carefully prepared so 
as to develop its greatest efficiency. 
Pepsin supplies to the digestive appa­ 
ratus one of the most important ele­ 
ments of the digestive fluid. 
Without 
it the the digestion and assimilation 
of food are impossible. 
The Carminatives possess proper­ 
ties which aid in relieving the dis­ 
turbances and pain caused by undi­ 
gested 
food. 
This 
combination of 
these ingredients makes a remedy in­ 
valuable for the complete relief of in­ 
digestion and dyspepsia. 
We are so certain of this that we 
urge you to 
try 
Rexall 
Dyspepsia 
Tablets on our own personal guaran­ 
tee. 
Three sizes, 25 cents, 50 cents \ 
and $1.00. 
Remember, you can o b -f 
tain Rexall Remedies 
only 
at 
our i 
store— I he 
Rexall 
Store—Gwin 
& I 
Mays Drug Co. 


CHICAGO HEALTH EXPERT 
GETS NEW U. OF M. DEGREE 


Th* honorary degree of doctor of 
puclic health was conferred upon Dr. 
William Augustus 
Evans of Chicago 
at the sixty-sev­ 
enth annual com­ 
ment exercises of 
the University of 
Michigan. 
This 
is the first time 
this 
degree 
has 
been conferred at 
Michigan. 
Dr 
William A. 
Evans, as health 
commisisoner 
of 
Chicago, 
trans­ 
formed the department of health from 
little more than a name to one of 
the most useful branches of the city 
government In scope and size it was 
increased three times. 
In the num­ 
ber of men and equipment It 
was 
doubled. 
In the mater of efficiency It 
became 50 to 75 per cent, better. 
Among the new lines which Doctor 
Evans Inaugurated, the 
bureau 
of 
publicity 
and 
education 
probably 
stands foremost. 
He has 
always 
maintained that the chief work of the 
health departm ent in its prevention 
of disease lies in the education of the 
people. 
The 
bureau 
published 
a 
weekly health story In popular style 
and distributed it throughout the city, i 
A corps of lecturers was established 
by Doctor Evans, who invited the or­ 
ganizations of the city to avail them­ 
selves of the departm ent's lecturers. 
He himself gave on an average one 
lecture a day throughout his term of 
office. 
Probably the most discussed of his 
innovations in the department is his 
work on ventilation and impure air 
diseases, a subject formerly entirely 
neglected by the 
department. 
He 
showed that the Impure air diseases, 
such as pneumonia, tuberculosis, and 
bronchitis, caused ten times the num­ 
ber of deaths as smallpox, diphtheria 
and scarlet fever, diseases which had 
formerly taken up the greater part 
of the efforts of the department. 
Doctor Evans took up the question 
of tuberculosis not only 
from 
the 
educational side, but from the milk 
and housing side. 
He was instrum en­ 
tal In the establishm ent of the 
new 
municipal 
tuberculosis 
sanitarium. 
The ordinance requiring the milk sold 
In Chicago to come from cows tested 
for tuberculosis or else to be pasteur­ 
ized came only after a hard fight by 
Doctor Evans. 
The system of examining 
school 
children, which was 
formerly 
one 
merely for contagious diseases, was 
changed by Doctor Evans so that the 
children were examined for all phys­ 
ical defects. 
He brought to the de­ 
partm ent a squad of 60 nurses 
to 
work among 
the 
school 
children. 
Among the other things which 
he 
established was a contagious disease 
hospital for the treatm ent of diph­ 
theria patients. 
He also established 
the Lake Michigan water commission, 
to prevent the 
pollution 
of 
Lake 
Michigan. 


AUTOMOBILE to be GIVEN AWAY] 


I la v e decided to give aw ay a Buick M odel 27 Touring Car. 
T ins model la s a low drop frame, ample room for five passen­ 
gers, and is unusually easy of access by 
ru n n in g boards and 
w ide doors; is pne of t ic best cars made and sells for $ 1 1 5 0 .0 0 . 
T his machine w ill be on exhibition w ith W . K . C lan cy in 30 
days. 


W ith every 5-cent purchase at the follow ing places you w ill 
receive a ticket: 


Harris Hotel Cigar Stand and Pool Hall. 
Model Confectionery. 
Pop Com Wagon. 


For further particulars call at either of the above places. 


O L L I E L A N C A S T E R 


NEW COMMANDER OF NEW 
YORK STATE GRAND ARMY 


J , G o o c h 
J a c K W 
o r f 
GOOCH ca WORD 
Up-to-Date Blacksmiths and H orseshoers 


We make a specialty of shoeing horses to prevent interfering, 
over-reaching, forging and stumbling. 
GUARANTEE to cure 
all coms and quarter-cracks. 
We do all kinds of hand-made 
work. 
Structural work solicited. 


S atisfaction G u aran teed 


Cor. 12th and Stockton. 
Union Yard. 


FREE 
PRESENTS 


With White Swan and Wapco Labels and 
Coupons. 
Phone or send a postcard for our 
Catalogue, which explains. 


Waples Platter Grocer Co., Ada, Okla. 


FOR SALE—Two business lots south 
side Twelfth street. Cheap, if taken 
at once. C. R. Overley, Francis, Ok. 
155-2td—ltw 


NOTICE. 
I have again taken charge of the j 
Byrd hotel and have thoroughly over- ; 
hauled it. The rooms have been re- J 
furnished wjth 
new 
furniture 
and 
rugs. Meals are being served. Your 
patronage will be appreciated. 
' 
146-dtf 
R. L. EATON. 


Jno. D. Rinard, Pres. 
Lee Daggs, V-Pres. 
C. T. Angel, Sec-Trea3 
PONTOTOC COUNTY ABSTRACT CO. 
Of Ada, Oklahoma, Incorporated. 
4 


Our 'ABSTRACTS OF TITLE are accepted 
throughout 
the 
United 
States, by the most scrutinizing title exam iners; our word is as good as 
our bond; we are known for our accuracy and reliability; our reputation 
for safe, accurate and reliable service is well established; our honor and 
mtegrity is not in question. 
Our Motto: HON ESTY IS THE BEST POLICY, is carried out by us. 
We use the OAMflSRAGRAFH and photograph the records; no copy is 
so perfect as a photo-copy, an error by it is impossible. Come and see it 
work. 
Our service is PROMPT, ACCURATE and RELIABLE, and the benefit 
of our long experience is yours without cost; we know your good welfare 
is our own. There is but one time to protect yourself against a bad title 
that is before you buy it and pay your hard earnings for it. 
The people we serve most are friends we have protected and satisfied 
through honest effort; we never lose a friend and we desire that you be 
one. 
WRITE US, PHONE 153, OR CALL ON US: OFFICE REAR FIRST NA­ 
TIONAL blank 
b u il d in g . 


NOBODY SPARED. 


Kidney Troubles Attack Ada Men and 
YTomen, Old and Young. 


Kidney ills seize young and old. 
Come quickly with little warning. 
Children suffer in their early years 
Can’t control the kidney secretions. 
Girls are languid, nervous, suffer 
pain. 
Women worry, can’t do daily work. 
Men have lame and aching hacks. 
The cure for man, woman or child. 
Doan’s 
Kidney 
Pills 
reach 
the 
cause. 
The following testimony proves it, 
Mrs. C. B. Barkesdale, of Holden­ 
ville, Okla., says: “A little over a 
year ago a member of my family had 
occasion to use a kidney remedy. At 
that time the person afflicted was 
suffering a great deal from sharp 
pains through the sm^ll of the back. 
There were other symptoms of kid­ 
ney trouble and when a friend advis­ 
ed a trial of Doan’s Kidney Pills, a 
supply was procured. Relief followed 
in a few days and continued use re­ 
moved 
every 
symptom 
of 
kidney 
trouble. There has been no return 
attack.” 
For sale by all dealers. Price 50 
cents. Foster-Mil burn 
Co., 
Buffalo, 
New York, sole agents for the Unit­ 
ed States. 
Remember the name—Doan’*—and 
take no other. 
31 


After 
one of 
the 
most 
warmly 
waged contests In the career of the 
Grand 
Army 
of 
the Empire state 
Gen. George 
B. 
Loud was elected 
commander 
of 
that 
department 
at Niagara alls. 
General Loud is 
known as one of 
the most aggres­ 
sive and success­ 
ful fighters for the 
rights and against 
the wrongs of vet­ 
erans 
in 
public 
employ. 
When his appeal in 1909 to the 
commandant of West Point and sub­ 
sequently to the secretary of war, to 
stop the desecration of Memorial day 
by the annual ball game played there 
by cadets and others, was 
refused. 
General Loud’s terrific invective, which 
echoed throughout the country, stopped 
the game then and since. 
George B. Loua was born in Maine 
In 1845. 
His great-great-grandfather, 
Jacob Loud, and five sons served to­ 
gether in W ashington’s army. He is 
also a descendant of Ender William 
Brewster of the Mayflower. 
He en­ 
listed at the age of sixteen on Com­ 
pany F, Forty-first M assachusetts, and 
served continuously till February 2 2 , 
1867, when mustered out a commis­ 
sioned officer 
in 
the Tenth 
United 
States C. H. A., receiving also brevet 
commissions for wounds and meritori­ 
ous services. 
He has been a member 
of the G. A. R. nearly forty-five years, 
In the departments of Louisiana, Mass­ 
achusetts, Florida, Illinois 
and New 
York. 
For nearly six years he has 
been by unanimous reelections year 
after year the chairman of the Memo­ 
rial committee of New York city’s 46 
posts. 
General Loud was at one time 
a 
brigadier general of the state militia 
of Louisiana and acting state superin­ 
tendent of education of that state; has 
been a lecturer of the board of edu­ 
cation of New York city since 1895, 
and being nationally known as an ora­ 
tor he is in constant demand as a 
speaker on all occasions of a patriot­ 
ic character. 


Ada 
Crispettes 


Made bv Jack PlNre 


Made Fresh Every Morning 


The newest, richest and best 
popcorn confection on the 
market 
Crispettes sold at 
the following places in Ada: 


GWIN A MUS DRU6 GO. 


J. E. JOMES OROS CO. 


S H IV S NICKEL STORE 


POSTOFFICE NEWS S T U D 


DR. DAVIES’ KITT LUICH SU RO 


T. 0. COLLINS’ NORMIL BOOK SU RO 


WETHERIKGTOK'S FILM 6IR0EN 


BRENTS' GROCERY, North Ida 


Geo. A. Harrison 
The Real Estate Man 
1 B uys and S ells Farm s 
Loans M oney on Farms 
________SEE HIM________ 
J. M. Martin 
Carpenter and Contractor 
All work guaranteed. No charge 
for estimates. Your work soli^L 
ed. 
16th and Cherry. 


L E W PHBFESSIOMAL MEN 


DK. I. m. WIMBISH 
Physician 
Office with Drs. Ugon A King. 
Residence Phone 401, 
_______ 
Office Phone 71 


J. & CK I IL 
PHYSICIAN AND hi KWEON 
Over Ada National Bank. 
Phone Nos.: Office 59; Res. 261. 


Jno. P. Crawford 
Jaa W Boll 


For That Satisfied Feeling 
have your Klothes Kleaned and 
Pressed at 
LUMLEE'S 
PRESSING 
P A R L O R 
Phone 326 
Suits Made to Your Order and 
your measure. 
Yours to please, 
EL DO PLUMLEE, the Tailor 
Next door to Commercial Hotel. South 
Broadway. 


CRAWFORD A BOLEN 
« 
Lawyer* 
At the from over Oklahoma 
s .at* 
Bauk, Ada, Okla. 


J. 3 We bo 
c 
4 
Ens* 
WEBB A RNN IF 
Lawyers 


P 


Office of Cit} Attorney at City Hail* 


GRANGER A GRANDEE 
DENTISTS. 
Phone No. fit. 
Residence Phene Na. t69 
Room* I and 2. FI ret N atl B aliti* ' 


LIGON 4 k in g ! 
% > 
Physicians ant Snrgeone 


Ofter In First National Bani Sidy. 


Everybody’s 8ecret. 
He—Do you think we can keep our 
engagement a secret for a while? 
She—Certainly, 
dear. 
Everybody 
has promised me they’ll not say a 
word.—Judge. 


JIM B U LLA R D 
Drayage 
and Transfer 


All orders taken care of promptly 
and carefully. 
Prices reasonable. 
I haul the largest loads and have 
equipment for heavy work. 


P ia a o M oving A S p ecia lty 
Pfceac 125 


C. A. GALBR HTH 
ATTORNEY-AT-LAW 
Office: Second floor Oklahoma Stale 
Bank Building. 
e 


Ors. Faust St Hartman 


Office and ^Hospital, Conn 


Building 


Phone 80 


AJE.STI 


T 
H 
E 
A 
T 
R 
E 
TONIGHT 


P A T H O S F E A T U R E 
Id Indian Days 


The greatest portrayal of real Indian life ever staged. 
It shows them in their strange rites and ceremonies on a 
government reservation. 
It has many rare scenes of nat­ 
ural beauty. 


L U B IN 'S 
“Wifey’s New Hat” 


Comedy of how Hubby kicked over such a small trifle as fifty dol­ 
lars, which his wife wanted to pay for a new hat. 
It has all kinds 
of funny situations, but she got the hat. 
“The New Operator” 


Comedy of a smart young man who bought a camera, and the 
trouble it caused him was plenty. 
If you can’t laugh, don’t see this. 


CIU NEWS 
IN BRIEF 


Saith Sells Furniture. 
4 t f 


Serves you Right, Jone* Drug Co. 
107tf 


FOR KENT—.Four 
room 
house 
on 
West Main. Mrs. J. C. Jordan. 152-dtf 


Phone No. 4 for Printing. 
DeSota 


123 East Main 


Under New Management Your 'Patro­ 
nage will be Appreciated. 


~T0NiGHT 


The Battle Hymn of the Republic— 
A magnificent elaborate conception of 
scenic splendor, profoundly impres­ 
sive in patriotic spirit and purpose. 
By the Vitograph Co. 
Tobarin’s Wife—A story of the op­ 
era of ‘ll Pagliacci” which tells the 
story of Tabarin who as an actor is 
about to give a performance when he 
finds a note referring to an appoint­ 
ment which his 
wife 
has 
with 
a 
young gallant with whom she has fal- 
en in love. In the play Tabarin is sup­ 
posed to kill his wife which in the 
next scene of the play he in reality 
does causing great disorder in the 
house. By Pathe Ferris Co. 
Volendam, Holland—‘Being a most 
interesting scene of the quaint vil­ 
lage. By the Pathe-Ferris Co. 


Same price as usual, 5c and 10c. 


See W. T. Tarkenton if you want t 
well drilled. Phone 300. 
41-dtm 


That new soda fountain on East 
Main is OK—^F. Z. Holly. 
111-tf 


B. C. King returned from a business 
trip to Konawa this morning. 


The St. Louis Furniture House has 
move dto the building formerly oc­ 
cupied by C. R. Drummond. 
135-dtf 


WANTED— Jersey milch cow. 
Jno. 
Rinard. 
152-d6t* 


•S. H. Ming returned from the fair 
this morning. 


Furnished room for rent to two 
young ladies or man and wife. Apply 
first door south of 'Mrs. Saffarans, 611 
Townsend. 
151-dtf 


For cash, Swift’s 
Premium Hams 
18c per lh. at Aldrich s. 
155-3td 


FOR RiENT—East room. 
Mrs. 
Ben 
Mason. 
151-5td 


‘Mrs. Bessie Owen 
returned 
last 
evening from a trip to the fair. 


That 'Shiner at the Crescent Drug 
Store is completed—Dr. Holly. 
111-tf 


Serves You Right. Jones Drug Co. 
151-dtf 


TWELFTH STREET MEAT MARKET 


Fresh and Cured 
Meats. 
Prompt 
delivery. Phone 254. 
W. B. GAY, Prop. 


Gleaning and Pressing 
MILLER BROS. 
Phone 4 2 2 


H. A. Douthit will buy your sec­ 
ond hand goods. <207 West Main. 
144-mo* 


The little shower of rain this after­ 
noon was much more pleasant than 
the shower of bugs last night. 


WANTED—Cook. Apply to Vancuren, 
430 West 5th and Johnson Ave. 153-2t* 


DR. H. H. WYNNE, OCULIST., Ok­ 
lahoma City Specialist of the Eye, 
Ear, Nose and Throat WHI be pro­ 
fessionally in Ada, Monday, Octtober 
16. Glasses fitted, inquire of Dr. R. 
F. King or Mad-Ox Drug Store. One 
regular monthly visit—3rd Monday 
each month. 


For cash, Swift’s Premium (Hams 
18c per lh. at Aldrich’s. 
155-3td 


•Serves You Right Jones Drug Co. 
151-dtf 


Andy Chapman was a passenger to 
Stonewall this morning. 


A large 
and 
carefully 
selected 
standard brand of cigars, tobaccos, 
also standard and popular magazines 
always kept in complete stock at the 
Harris hotel stand. O. E. Lancaster, 
Proprietor. 
13l6-d26t 


W. D. Bagley and A. L. Nix, two 
prosperous farmers from Falls coun­ 
ty, Texas, are here looking for a new 
location. 


Let A. Luther repair 
your furni­ 
ture. Phone 370. At Smith’s. 
135-tf 


The O. K. Wood Va rd has a large 
quantity of very fine heater wood, 
$1.50 per rick. Henry Landers. 155-11 


•Serves You Right. Jones Drug Co. 
151-dtf 


Serves You Right. Jones Drug Co. 
151-dtf 


- — 
/ 


I have opened 
my 
kindergarten 
school at the residence of Dr. W. iH. 
Enloe, loth and 
Townsend. 
Terms 
$2.50 per month. Miss Gertrude Brink- 
er* 
150-5td 


F. C. Krieger left for Ravia this 
morning to look after his mining 4n 
terests. 


The home of Cook’s Pride 
Coffee. 
Sanders & Son. 
147-dtf 


Leslie Maxey and wife returned from 
Oklahoma City this morning where 
he combined business with a trip to 
the fair. 


A Word to Parents 


School Days Are Here 


Have the 
Child's 
Eyes 
Thoroughly Examined by 
H. T. SANDERS 


Graduate Optometrist tad Optician 


Correct glasses furnished at 
reasonable cost. Consult me 
for reliable information. 
With Sprague Bros., 105 W. 
Main. 
Phone 6. 


I am Still in the 


Piano Business 


Am Selling' the BL5T 
LIN E in tile m arket 


L. T. Walters 


HON. HUGH M’CULLQCH 


The first Comptroller of the Currency, addressed the banks 
in 1863 as follows: 


“ Do nothing to foster and encourage speculation. Give facil­ 
ities only to prudent and legitimate transactions. 
Distribute 
your loans rather than concentrate them in a few hands. Treat 
your customers liberally, bearing in mind that a bank prospers 
as its customers prosper. ** 


The above are fundamental principles on which this Bank 
conducts its business and history has proven them to be sound. 
If such banking methods appeal to you, we would like to 
have you join us. 


We N ever Wake a Loan to A ny O u tsid e P a rty W hen 
O ne of Our C ustom ers Can Use th e M oney* 
First National Bank of Ada 


P. A. NORRIS. President. 
IL D. TIMBERLAKE. C ashier. 


J. S. ESTES 
j n o . a . McCl u r e 
L. W. MAGRUDER 
Estes* McClure SI Mh^ruder 
A ttorneys-At-Law 


Land Litigation and Probate Practice Specialties. 
ADA, OKA. 


Postmaster Winn suggested today 
that the reporter of the News should 
be able to give a fine description of 
the shower of bugs that visited Ada 
last night, be being somewhat bug­ 
house himself. 


Rev. T. V. B. Mullinax was around 
this afternoon waiting 
for 
county 
court to convene again. He said that 
he had to whip his horse like blazes 
to get to court by 8 o'clock Monday, 
and had just one minute 
to 
spare 
when he reached the court room. As 
the jury has been ordered to report 
by 7:30 tomorrow, he thinks that the 
only safe way to escape a fine will be 
for himself and 
other jurymen 
to 
spend the night with Judge Barton 
and arrive when he does. 


Y ou r C l o t h e s A r e 


Y ou r Credit R ating 


for people judge you by tile 


way you look. 
W e can make you 


command Class A . Position by taking 


your measure for clothes made ex­ 


pressly for you by our Chicago tailors, 
Ed. V. Price <S~ Co. 


Four-Button D.-B.Sack, 
Soft Roll, No. 748 
Thret buttons to button 


and you will receive quality, style, 


individuality and workmanship small 


tailors can not duplicate {or less than 


double the price we ask. 
Select the woolens at our 
store today. 
Guest Bros. 


Exclusive local representatives of Ed. V. Price & Co., Merchant Tailors, 
Chicago, 


GROCERY MOVED 


I have moved my Grocery 
Store to the corner of 12th 
and Townsend, just west of 
the Post Office and invite 
you to call to see me. 
Let 
me supply 
your 
grocery 
wants. 


C. 5. A ld r ic h 
Phone 198 


Have your eyes examined by H. T. 
Sanders, 
Optometrist 
at 
Sprague 
Bros. 
127-dtf 


€. J. Laseman and Dr. Hill of Fitz­ 
hugh passed through this morning en 
route home from the fair. 


Serves Yon Right. Jones Drug t o. 
151-dtf 


VV ill Rea of Roff, was an Ada visi­ 
tor this morning. 


We paint the room at $1.25 per gal­ 
lon, the body for $2.00 per gallon, 
the floor at any old price and finish 
up with wall paper decorations 
od 
the walls—Dr. Holly. 
ill-d tf 


W. L. Mc Anally came in from Strat­ 
ford yesterday to look after his inter­ 
ests near Ada. He says that he thinks 
that the cotton season in the vicinity 
of Stratford will be practically over 
by November lo. 


A. M. Sanders and family arrived 
from Wynnewood and will make Ada 
their home in the future. Mr. Sanders 
has opened a well furnished dry goods 
store in the Rodke building on East 
Main street. 


iH. Sweden and wife of 
Ballinger, 
Tex., are here on a visit to their 
daughter, Mrs. Kit Guest. 


Mrs. R. M. Case, who has been here 
on a visit to her daughter, Mrs. R. F. 
Wright, returned to 
her 
home 
at 
Fredonia, Kansas, this morning. 


Come down on East Main and see 
the improvements on the Crescent 
Drug Store. 
111-dtf 


The old Central hotel is being mov­ 
ed from its location on 12th street. 
Owing to the. size* of the building it 
was necessary to cut it in two and 
move it by sections. 


B. F. Pritchett and wife, who have 
been visiting W. R. Brandon and fam­ 
ily, returned to Sulphur this morn­ 
ing. 


Prof. J. ©. Vandiver returned to 
Francis this morning. He informs the 
News that in November he will begin 
a term of school in Coal county, a 
few miles east of Stonewall. 


E. E. Braunschweigher, represent­ 
ing the Bankers’ Service Co., of Okla­ 
homa City, was in town in the inter­ 
est of his company today, and com­ 
plimented Ada very highly, especial­ 
ly on the quality of its water. He re­ 
gretted that Oklahoma City could not 
share Ada’s supply. 


Mrs. «H. T. Sanders and children 
left this morning on a visit to their 
old home at Concord, N. C. 


Call at the new millinery store and 
see our latest shipment of hats. Mrs. 
•Hamil located at the Texas Depart­ 
ment store. 
155-ltd 


A. H. Burgess has been circulating 
a petition among the business men of 
the town protesting against the pas­ 
sage of the occupation tax ordinance. 
The sentiment against it seems to be 
unanimous. However, the whole mat­ 
ter is something of a joke on the re­ 
tailers of Ada. They felt, and justly 
so, that they were entitled to some 
measure of protection 
against 
the 
street faker and 
transient 
bargain 
vendor, and asked that an ordinance 
taxing those classes be passed. The 
council, however, seemed to think it 
an opportune time to tax the whole 
crew. . 


FRANTIC 
Dr. Richey has put a stairway at 
the back of his two-story stone hotel 
building oq West Main street 
W. P. Chism has opened a feed and 
flour store in his brick building on 
the south side of West Main. 
Dave Lance has rented the Thom­ 
sen wood sawing machinery and will 
move it to a better location on the 
corner of First street and First ave­ 
nue. Mr. Lance will try to keep the 
people of the town warm this com­ 
ing winter. 
James Arms, of this city and once 
city marshal of Francis, has purchas­ 
ed a farm of about 120 acres five 
miles south of Sulphur, Okla., consid­ 
eration $5000. Mr. Arms will soon re­ 
move to his farm, try 
to 
make 
a 
horny handed farmer and an honest 
living. 
•Parties from Kansas City represent­ 
ing the Frisco railroad were in Fran­ 
cis Saturday looking after the via­ 
duct proposition. It is rumored here 
that the viaduct will be erected in the 
near future. 
Friday the walls of the well at the 
water plant collapsed while the men 
were down at work but no one was 
hurt. It is thought that the damage is 
so great that the whole wall will have 
to be removed which will delay the 
completion of the system 
for 
some 
weeks. 
Editor Clark of the Wigwam re­ 
ceived the ordinance of baptism a 
few evenings ago. -As Mr. Clark step­ 
ped out at the back door of his sanc­ 
tum the janitor of the Masonic hall 
dashed a full bucket of water out at 
the door of the hall. Cavip, the con­ 
tents struck Mr. C*lark upon that part 
of his anatomy that smiles at a de­ 
linquent subscriber when he pays up. 
Lieu Wheeler and Vard 
Freeman 
were brought in from the country by 
Deputy Sheriff Richard Williams-last 


YOU’LL LOVE TO HEAR. 
there is a servant for your home that 
will not object to working day an* 
night; that will always keep in good 
humor and be at your service. It’s 
electricity. Are yon using electricity 
in your home now? If not, we sug­ 
gest that you drop around and see 
us and learn more about this modern 
servant that 
revolutionizes 
house­ 
hold work, saves health and strength 
and prolongs the lives of women. 
ADA ELECTRIC & GAS CO. 
Phone No. 78 
South Broadway 


Monday, charged with disturbance oi 
the peace and the justice put then 
under bond for their appearance nexi 
Saturday in the sum of $200 each. 
That much advertised pocket bool 
with the aforesaid $7.00 and city way- 
rant lost by Editor Clark last wee! 
turned up in Sasakwa with the sale 
$7.00 and warrant still in its folds 
■Mr. C lark says that he has no know I. 
edge of how it got from Francis t< 
Sasakwa and he has refused to state 
where he got the kind of stuff he has 
been drinking. 
Henry Phillips is now engaged ii 
removing his old 
house 
on 
Third 
avenue and will rebuild on the same 
lots a large and up-to-date residence, 


Christian Church. 
Mid-week prayer 
meeting. 
Topic 
‘Why I Love Christ.” I Pet. 1:3-25. 
Miss Turner, leader. 


Coal! Coal I 


Having leased Andy Thornton’s 
Coal bins, am prepared to han­ 
dle all kinds of COAL. 
Will 
appreciate your business, much 
or little. Prompt delivery. 
PHONE 44 o r 328. 
WILL MOSS 


Shirts at Reduced Prices 


In order to m ake room for our fall shipm ent 


w e w ill for the next ten days sell Shirts^at re­ 
duced prices* 


1 .5 0 Shirts 
• 
• 
, 
1 .0 0 
1*00 Shirts 


1 .0 0 Underwear, per suit 


.6 5 


.5 0 


SWEATT & STUBBLEFIELD 
Tailors and Furnishers 


oca cao: 


Make YourStore Advertising 
as Much a Fixed Feature 
of Every Issue of This 
Newspaper as Is Our 
Ed i tori al Page 


O 


A "feature,” or department, of a newspaper wins 
its readers a few at a time. 


Out of thousands who “scan” and “glance 
at” a store’s advertising in this issue, a few hun­ 
dred will read ALL OF THAT STORE’S ADVER­ 
TISEMENT IN THE NEXT ISSUE. 
But, if that 
store’s advertising does not APPEAR IN THE 
NEXT ISSUE, this process of winning regular 
readers is broken up. 


It would be so with our Editorial Page. 
If it 
did not appear REGULARLY, it would forfeit the 
interest and attention of MOST OF ITS READ­ 
ERS. And the same would be true of our Local 
Page, and oi; other feature of the paper, which 
build up their circles of readers surely and stead­ 
ily, issue by issue. 


A store's advertising gets to be MOST EF­ 
FECTIVE after it has become a REGULAR 
FEATURE of the paper, gaining with EVERY IS- 
STE new “regular readers/’ AND HOLDING 
THOSE GAINED by making the store news re­ 
ally important to them. 


o 


oI 


l lo 


PORT FGE SE ROYALISTS 
ATTEMPT KE VOLITION 
{Lisbon, via. (Frontier, Oct. 4.—There 
'vas fighting in the streets of Oporto 
Saturday between 
monarchists 
and 
the republican troops following the 
discovery of the monarchial conspir­ 
acy. A number of persons were killed 
and others wounded. The republicans 
early had the better of the conflict. 
An official note issued today says: 
The information of the govern­ 
ment does not accord with the ru­ 
mors abroad of an incursion of mon­ 
archists. On the contrary the anni­ 
versary of the republic is being cele­ 
brated in all parts of the country. 
Hut this is not regarded as the 
end of the monarchist movement in 
northern Portugal. The newspapers 
are not allowed to print the details 
of what happens.” 
{Persons arriving 
at 
the 
capite 
from Oporto says Saturday's fighting 
occurred just before dawn. The re­ 
publican troops had surprised and ar­ 
rested several groups of monarchists, 
the number aggregating more than 
IOO. Others, 
having 
been 
warned, 
made their escape. 
A large body of monarchists gath­ 
ered in a public building which they 
barricaded and trom the window's and 
roof tired upon the troops with auto­ 
matic pistols. Other monarchists 
in 
different quarters of the city had not 
been apprised of the raids by the 
troops and police, hearing the firing, 
accepted it as a signal for the mon­ 
archial uprising. They ran to places 
in the city which they had been in­ 
structed to occupy at the critical mo­ 
ment. Every man was armed with a 
revolver, and they began firing upon 
the troops from the side streets. 


Are Yob a Woman 9 
MF 
: 
TAKE 
• s 


t 


* 
I 
I 
The Woman’s Tonic 


This Is the Law and “ Secret'* of 
Store*Advertising Success** 
ALL OF IT! 
w 


W ATCH THE! 
Oklahoman 
. FOR . 
“Yours Truly” 
C O U PO N S 


Walsh Will Redeem Them 


fo r -RENT-—Rooms for light house­ 
keeping. Phone 224. 
atf 


FOUND—Bunch of keys. OwTner can 
get them by calling at News office 
and paying for notice. 
lol-dtf 


WANTED Woman 
for 
housework. 
Apply 18th and Broadway. 
353-3td 


WANTS 


RATES. 
One cent a word for first insertion. 
One-half cent a word for 
subse­ 
quent insertions. 
No 
classified advertisement 
ac­ 
cepted for less than 15 cents. Tele­ 
phone your want ads to No. 4. 
TERMS—CASH. 
If the advertising has to be book­ 
ed I cent per word per issue will be 
charged. 


!FOR SAILE—A new high-grade $350 
piano .one of the best in the city; 
Lave about $18<5 paid on it; balance 
payable at $7.00 per month; will take 
less than half of amount paid in. Call 
at Daily News office or phone No. 4. 


MUSIC PU FIDS WAN TED—At 808 E. 
*9th north of Willard school. Mrs. V. 
Hayley. 
150-lmd 


J. F. Floyd 


INSURANCE 


Real Estate and 


Loans 


H o llo w B u ild in g 
R o o m A 


Wrctk of Main Can Be Floated. 
Havana, Oct. 4.—An examination of 
the after section of the 
battleship 
'Maine, comprising about one-third the 
full length of the ship, has removed 
all doubt from the minds of the engi­ 
neers in charge of raising the ves­ 
sel of the feasibility of building a 
bulkhead in it and floating it out of 
the cofferdam. Consequently the fill­ 
ing of the bulkhead will be started as 
soon as material is received from the 
north. 
There still is a possibility that the 
engines of the Maine are in such con­ 
dition that threy can be restored to 
service and with temporary boilers, 
permit of the wreck proceeding out 
of the harbor under her own steam. 
This course probably 
will 
not 
be 
adopted, however, on account o( the 
expense involved. 
The next two months probably will 
be devoted to a continuation of dis­ 
secting by gas blasts of the shatter­ 
ed portions of the hull from *which 
more bodies may be recovered. A 
portion of one of the forward maga­ 
zines is now visible, but its condition 
does not warrant a conjecture re­ 
garding the character of the explo­ 
sion which sunk the Maine. 


DONT n u OUI 
IHE r n HAIRS 


A Few Applications of a Simple Rem- 
edj WRI Bring Back the Nat­ 
ural Color. 


MILLINERY. 
To Our Friends and Patrons: 
You are cordially invited to call and 
examine our new fall line of millin­ 
ery. The latest in shapes and trim­ 
mings now on exhibit. 
WESTCOTT^. 
150-6td—150-ltd 
T23 West Main 


FOK SALE—IO acres, house and barn 
one and one-half miles east of Ada. 
$200 cash buys it. C. *B. Hart, Dor- 
land hotel. 
155-ltd—wit 


We Furnish Complete 


ABSTRACTS 


RAGS WANTED. 
Will buy large, clean cotton rags— 
News office. 


MOR SAILE—Good combination bug­ 
gy and saddle horse, 
rubber tired 
fcuggy, harness, saddle and bridle; al­ 
to Al Jersey milch cow. O. E. Lan­ 
caster, Phone 103. 
129-dtf 


FV>R SALE-r-4 lots, 6 
room 
house, 
close in. A snap. Arnold, 223 S. Cher- 
** 
100-dtf 


FOR SALE—Two lots in Ada, Okla., 
on West 8th St., between North Hick­ 
ory and North Bluff; prettiest part of 
City; price $200.00. Address 
J. 
H. 
IFlenniken, Route 4, Lexington, Okla. 
149-d6t* * 


*Y>R SAILE—Two acres 
near 
school building. Lee Gddleman 
143-12td* 


High 


to town lots and farm lands, Pontotoc 
County, Oklahoma, promptly. 
Rates 
reasonable. 
No commissions 
paid 


agents, therefore no necessity of 


showing unnecessary matter. 


Our long experience in the business 


is evidence of our ability to do your 


work correctly. 


Special attention to convenyancing 


and clearing of clouded titles. 


We examine the records not the 


Card of Thanks. 
We beg space to express our many 
thanks to our friends who labored 
with us so incessantly and untiringly 
in our late trials and troubles. We 
are made to realize that true friends 
are far more to be desired than great 
riches. 
Words are inadequate to express 
our gratitude to our friends for their 
assistance in many ways. We are so 
thankful that we live in a community 
and among such people that have the 
kind and friendly spirit that realize 
| that 
It is not all of life to live.” They 
did all they could for our dearly be­ 
loved but the God who gave his life 
saw fit to take it away. 
W. C. BOLIN, 
And Family. 


"Pull out one gray hair and a dozen 
will take its place,” is an old saying, 
which is, to a great extent, true, if 
no steps are taken to stop the cause. 
When gray hairs appear it is a sign 
that Nature needs assistance. It is 
Nature’s call for help. Gray hair, dull, 
lifeless hair, or hair that is falling 
out, is not necessarily a sign of ad­ 
vancing age, for there are thousands 
of elderly people with perfect heads 
of hair without a single streak of 
gray. 
When gray hairs come, or when the 
hair seems to be 
lifeless or dead, 
some 
good, 
reliable hair-restoring 
treatment should be resorted to at 
once. Specialists say that one of the 
best preparations to use is the old­ 
fashioned 
“sage 
tea” 
which 
our 
grandparents used. The best prepara­ 
tion of this kind is Wyeth’s Sage and 
Sulphur Hair Remedy, a preparation 
of domestic sage and sulphur, scien­ 
tifically compounded with later dis­ 
covered hair tonics and stimulants, 
the whole mixture 
being 
carefully 
balanced and tested by experts. 
Wyeth’s Sage and Sulphur is clean 
and wholesome and perfectly harm­ 
less. It refreshes dry, parched hair, 
removes dandruff and gradually re­ 
stores faded or gray hair to its nat­ 
ural color. 
Don’t delay another minute. Start 
using Wyeth’s Sage and Sulphur at 
once and see w’hat a difference a 
few days’ treatment will make in your 
hair. 
This preparation is offered to the 
public at fifty cents a bottle, and is 
recommended and sold by all drug­ 
gists. 


Indians Used Gold Bullets. 
San Francisco, Oct. 4.—Bullets of 
solid gold were used by Yaqui In­ 
diana in fighting against Porforio Diaz 
In the recent Mexican revolution, ac­ 
cording to passengers arriving here 
yesterday on the steamer Cuaraco 
from Mexican ports. 
In Maxatlan hospitals, where many 
wounded were operated on, the gold- 


lf .Your Head Aches 
Mou should Take the Sure Remedy 
Hicks’ CAPUDINE 
^ There s a canso for ©very headache — 
*>apud.ne reaches that cause quickly, 
whether it be beat, cold, gripp, ii 
stomach troubles—and cures, even though 
it be sick or nervous headache. 
Capudine is the surest remedy for 
i xran(* 
Feverishness, Aches 
tand Nervousness disappear and normal 
conditions are restored. 
® ^apudlne is liquid—easy and pleasant 
to take—acts immediately. 
10c, 25c and SOc at drug store*. 


en pellets, it was said, were found, al­ 
though few patients had received 
enough to pay the doctor’s bills 
f 


Notice Retailers. 
All members of Retail Merchant's 
•Asso. are requested to meet in Club 
rooms tomorrow evening at 4 p. rn. 
Some important business to attend to. 
B. E. TIMBEJRJLAK'E, Sec. 


Texas Traction Co. 


(DeaisM-SkcnBaa-DaDas Iaterarbaa) 
New Fast Limited 
Services 


Between Sherman, 
McKinney 
Dallas will be inaugurated about 
October 8th, 1911. 
2 Hours Sherman to Dallas. 


Hot and Cold Stuff 


The fuel problem is the first to think about when winter 
approaches. We can save you money on the coal bought 
from us before November 15. 
During the changing 
weather there is often a heavy demand for ice one day 
and coal the next. In order that we may keep all our 
teams employed and make ice deliveries promptly when 
needed, we will, until the above named date, sell coal at 
about actual cost. Good coal. No slack. 


Ada Ice and F uel Co.ji 


Hay! Hay! Hay! 
First class sorghum hay. 
Planted 
early and very heavy and juicy. Just 
the stuff to put flesh on the old horse 
or make the cow give more milk. For 
sale at my barn on East 13th street. 
155d&wtf 
F. O. HARRISS. 


The Ada Drug' Co. 
D. W. HOLMAN, Pharmacist 


Pure Drugs, Medicines, Chemicals, Perfumery and Toilet ArtirlM 
Prescriptions Carefully C o m p o u n d e d . 
Our stock 
is 
new 
and in prime condition. You can rest assured that any Prescription or 
Recipe dispensed by us contains the best and palest drugs that the 
market affords, arui at —1 
^ 
will show you. 


» twitaiiiB tne oesi ana purest drugs I 
prices that.are “down-to-date.99 Try us—we 


East Main Street 
P hone 12 


FOR CONSTIPATION. 


man. 


Home Title Guaranty Co., Inc. 


A. H. CONSTANT, Manager. 


Phone 355. 


Furnished room for rent, close in 
*30 East Main. TeL 470. 
128-dtf 
■ 
- 
___ 
FOR SALE—Good Durhato. milch cow 
C K. Harrison. 


FOR GLADE—Well improved 30 acre 
farm half mile north bf Ada. Ad­ 
dress Box *1026, Ada. 
127-6t* 


WANTED—Roomers or Boarders. 223 
Mouth Cherry. 
\ 
151-dtf 


^ ■ 


G. NILLER 


Football. 
The E. C. S. N. will make a flying 
trip to Shawnee (Friday to meet the 
High school bull dogs. Prof. Cox has 
the bean eaters in good shape and 
they will make a good showing. Hugh 
Biles the sidewalk dobber will not go 
with the boys on account Yom Kipper 
day, Hugh being a Jew.he has to cele­ 
brate his holiday. 
T. O. CULLINS 


General Contractor and Builder 
Contracts all kinds of building. 
Thorough in cement construction 
and reinforcement A practical 
brick layer, with a proficient 
knowledge of building. Plaster­ 
ing, concrete and brick founda 
tion, mantles, tile setting and ce­ 
ment walks. Employ only eapaple 
men. 
Estimates on short notice 
without charge. Call me up. 
Phone 279. 


Mosquitoes Bud This Year 
But don’t 
scratch 
the 
poisoned 
skin. 
Use a mild, cooling, healing com­ 
pound that stops the itch instantly, 
draws out the poison In the skin and 
protects it against further trouble/ 
Just a mild cleansing wash of oil 
of wintergreen thymol and a few oth­ 
er ingredients known as the D. D. D. 
Prescription (so famous in cases of 
eczema) and you have mosquito pro­ 
tection for the season. 
Yes, instant relief—now only 25c. 


A Medicine That Does Not Cost Any­ 
thing Unless It Satisfies. 
The active medicinal ingredients of 
Rexall Orderlies, which is odorless, 
tasteless and colorless, is an entirely 
new discovery. Combined with other 
extremely 
valuable 
ingredients, 
it 
forms a perfect bowel regulator,in­ 
testinal* invigorator and strengthener. 
Rexall Orderlies are eaten like candy, 
and are notable for their agreeable­ 
ness to the palate and gentleness of 
action. They do not cause griping or 
any disagreeable effect or inconven­ 
ience. 
Unlike other preparations for a like 
purpose, they do not create a habit, 
but instead they overcome the cause 
of habit acquired through the ordin­ 
ary use of laxatives, cathartics and 
harsh physic, and permanently 
move the cause of constipation or ir­ 
regular bowel action. 
<We will refund your money without 
argument if they do not do as we s 
they will. 
Thre sizes, 50c, 26c and 
10c 
Sold only 
at 
our store—The 
Rexall Store. 
Gwin and Mays Drug 
Co. 
Stop coughing! You rack the lungs 
and worry the 
body. 
BALLARD’S 
•HOREHOUND SYRUP checks irrita­ 
tion, heals the lungs and 
restores 
comfortable breathing. Price 25c, 50c 
and $1.00 per bottle. Sold by Ramsey 
Drug Co. 


O klahom a Central 
R A I L W A Y 


ASA E. RAMSAY. Receiver 


Time Table In E ffect June 18th , 1911 


WESTWARD 


P M 
AM 
7 00 


! 7 35 
8 05 
8 40 
9 OO 
9 20 


Lv 


3 30 
IO 05 
3 50 
ll 15 
4 02 
ll 35 t 
4 20 
12 IO 
Ar 
12 40 
Lv 
4 40 
I 42 
5 07 
2 05 
5 20 
2 18 
5 40 
2 4b 
Ar 
5 50 
3 OO 
Lv 
6 OO 
3 15 
6 IO 
3 35 
6 34 
4 25 
6 52 
4 55 
7 05 
5 25 
7 15 
5 45 
7 30 
6 00 
Ar 
PM 
PM 


LEHIGH 


Nixon 
Tupelo 
Stonewall 
Frisco 
Truax 
ADA 
Center 
Vanoes 
STRATFORD 
Byars 
Rosedale 
Vincennes 
PURCELL 
Gibbons Spur 
Washington 
Blanchard 
Middle berg 
Tabler 
Cornville 
CHICKASHA 


EASTWARD 


f P M 
I 
P 
hi 
Ar 
5 00 


4 30 
4 06 
! 3 40 
I 3 27 
3 14 
2 55 
2 55 
I 40 I 2 34 


Lv 
I 25 
2 20 
12 55 
Ar 12 25 
2 1/2 
12 OO 
I 42 
ll 15 
I 17 


Lv 
IO SI I I 05 
IO 30 
12 50 
Ar 
9 55 
12 50 
9 30 
12 28 
9 17 
12 20 
8 45 
12 OO 
8 IO 
ll 40 
7 40 
ll 25 


Lv 
7 15 
ll 15 
7 OO ll OO 
AM 
M 


t 
i 


R. M. HAILE. Trefile Ma seder. 
PURCELL. OKLAHOMA 


